THE POST CARD & GREETING CARD CO.LTD., TORONTO. 
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FERRY HILL. WINDSOR, CANADA. The- 
Main entrance of the Detroit and Windsor Ferry 
pany is advantageously situated at the foot of 
one of Windsor’s main avenues. P rs arriv- 
ing at Windsor, immediately find themselves in the 
atmosphere of a busy. progressive and up-to-date 
city. 
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Ferry Hill, Windsor, Ont., Canada. 


